WILBUR  THEATRE 


A.  H.  WOODS  Presents 
A Fareical  Frolie  in  Three  Acts  Entitled 

“MARY’S  ANKLE” 

By  MAY  TULLY 

Staged  by  IRA  HARDS 


CAST 


(In  the  Order  of  Their  Appearance) 


Doctor  Hampton 
“Chub”  Perkins.  . 

Stokes 

Clementine 

Mrs.  Merrivale.  . . 

Mary 

Mrs.  Burns 

G.  P.  Hampton . . . 

First  Steward 

Second  Steward.  . . 


Bert  Lytel] 

. . .Leo  Donnelly 
. . . T.  W.  Gibson 
. . . Louise  Drew 

Zelda  Sears 

. . Irene  Fenwick 

Ida  Darling 

. . . .Walter  Jones 
. . Barnett  Parker 
Wm.  J.  Morrisey 


SYNOPSIS  OF  SCENES 

ACT  I — Office  and  Living  Boom  of  Dr.  Hampton,  in  Mrs.  Merri- 
vale’s  Apartment,  New  York  City.  Morning. 

ACT  II — Same  as  Act  1.  Ten  days  later.  Afternoon. 

ACT  HI — Deck  of  the  S.S.  “Bermuda.”  One  hour  later 


